Grantee: 


Massachusetts 


Grantee 

Massachusetts 

Line Item 

Amount Awarded 

Total Direct 

$683,377 

Salary 

$229,300 

Fringe 

$77,343 

Contractual 

$255,240 

Equipment 

$32,000 

Other 

$51,621 

Supplies 

$36,000 

Travel 

$1,873 

Total Indirect 

$34,853 

Grand Total 

$718,230 


Grantee 

Massachusetts 

CAN 

Amount Awarded 

939-ZDKP 

$598,230 

939-ZCQT 

$120,000 

Grand Total 

$718,230 



